ASSEMBLING AND LIGHT

A newly-hatched female is placed in a lidless box, which is then covered with gauze.    It is

now taken to a locality in which its species is found and the cage is hung on a bough or placed

on a tree stump.    The males, attracted by the scent of the decoy, assemble in numbers and

are netted as they come.

In a woodland glade a sheet is hung up between two trees and illuminated by the light of an
acetylene bicycle lamp.   The moths are attracted by the light and settle on the sheet.   They
can be either caught with the net as they fly about in the dazzling rays of the lamp or taken
from the sheet in a killing bottle or a pill box.
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